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R 271541Z AUG 75 
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UNCLAS MOSCOW 12234 

E. O. 1 1652: N/A 

TAGS: TECH, ENRG, UR, US 

SUB J : ENERGY AGREEMENT: HYDROELECTRIC POWER STATIONS (ENR 08.02) 

1. EMBASSY AUGUST 25 RECEIVED LETTER DATED AUGUST 8 FROM V.N. 
MAL'TSEV. 

2. LETTER REQUESTS TRANSMISSION OF QUESTIONNAIRE TO US TO BE 
READY FOR SECOND MEETING OF JOINT WORKING GROUP ON 
HYDROELECTRIC POWER CONSTURCTION UNDER SEVERE CLIMATIC 
CONDITIONS (AUGUST 15-27). 

3. IN VIEW OF LATE DATE OF ARRIVAL EMBASSY ASSUMES THAT 
TELEGRAPHIC TRANSMISSION NOT NECESSARY. 

4. LETTER POUCHED REGISTRY NUMBER 1907284. 
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